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0. C. Bosbyshell, Supt. 

U. S. Mint, Philadelphia. 
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Dear Sir: We have yours of the 5th, and note your complaint 
in regard to defective cleaning of the blanks. I am afraid we hurried the last 
shipment a little too much. Will you kindly lay aside those which you think have 
a scale or are not sufficiently clean and return them to us and we will replace 
them with good blanks. We have examined several different lots now going 

-• rv > * -.• 

through and all seem to be clean and free from scale. We shall endeavor to keep 
them so. 


Yours truly, 
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The Scovill Mfg. Company, 

Waterbury, Conn. 

September 6, 1893 

O.C. Bosbyshell, Supt. 

U.S. Mint, Philadelphia. 

Dear Sir: 

We have yours of the 5th, and note your complaint in regard to defective cleaning of 
blanks. I am afraid we hurried the last shipment a little too much. Will you kindly lay aside those 
which you think have a scale or are not sufficiently clean and return them to us and we will 
replace them with good blanks. We have examined several different lots now going through and 
all seem to be clean and free from scale. We shall endeavor to keep them so. 

Yours truly, 

Scovill Mfg. Co. 

C.P. Goss 
Treas. 



